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Message Text 

UNCLASSIFIED 

PAGE 01 TAIPEI 02858 090049Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

046693 090336Z/70 

R 090045Z MAY 78 
FM AMEMBASSY TAIPEI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7345 

UNCLAS TAIPEI 02858 


FOR BED/OIM/EA - KELLY 


E.O. 11652: NA 
TAGS: BEXP TW 

SUBJECT: FLUID POWER COMPONENTS & SYSTEMS EXHIBITION 


1 . TAIWAN VALVE & FITTING LTD. SIGNED A NTM PA AND PAID 
CHECK IN TAIPEI TO REPRESENT FOLLOWING FIRMS FOR SUBJECT 
EXHIBITION: 


A) WHITEYCO. (NTM) 

- 15635 SARANAC RD. 

- CLEVELAND, OH 44 1 1 0 

- TEL. 216-249-4610 

- JUSTIFICATION: AGENCY AGREEMENT SIGNED IN AUGUST 1977. 

B) CAJON CO. (OTM) 

- 32500 OLD SOUTH MILES RD. 

- SOLON, OH 44139 

C) NUPROCO. (NTM) 

- 4800 E. 345TH ST. 

- WILLOUGHBY, OH 44094 

- TEL. 216-951-7100 

- JUSTIFICATION: AGENCY AGREEMENT SIGNED IN OCTOBER 1977. 

D) CRAWFORD FITTING CO. (OTM) 

- 29500 SOLON RD. 

UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 TAIPEI 02858 090049Z 


- SOLON, OH 44139 

2. TAIWAN VALVE & FITTING LTD. HAS COMMUNICATED WITH 
WHITEY AND NUPRO TO ENCOURAGE THEM TO SHIP NEW EQUIPMENT 
TO TAIPEI FOR EXHIBITION. THEY HAVE NOT RESPONDED. 

REQUEST OIM CONTACT THE TWO PARENT FIRMS AND RELAY TAIWAN 
VALVE & FITTING'S DESIRE FOR NEW ITEMS. PA AND SF 459S 
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WILL BE FORWARDED SOONEST. SULLIVAN 


UNCLASSIFIED 


NNN 
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